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No. 3. Is there a recognized system of symbols for the marking of 
drawings, for the designation of pipes, ducts, etc.? If not, should 
not a sign language be adopted for the interpretation of drawings? 

No. 4. When heating by direct radiation, should the radiators be 
placed close to an outside or an inside wall? And if placed by an 
outside wall should they be placed between or before the windows? 

No. 5. When testing radiators, what should be considered a maxi- 
mum allowable error for any one test of a series?............+..+- 

No. 6. In heating factories is it wise to use only direct radiation 
without ventilation, or would it be better to use a forced circu- 


No. 7. What is the most effective and economical manner of taking 
care of drips from steam systems when the condensation is not re- 
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